27
-8503050155 Forwards Insp Repts 50-250/84-38 & 50-251/84-39 on 841203-07 & notice of violation.Notice of violation withheld (ref 10CFR2.790 & 73.21). OLSHINSKI.J.A. Region 2, Office of Director. 84/12/21. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29221:346-29221:348.
-8503050162  Insp  Repts  50-250/84-38  &   50-251/84-39  on  841203-07.   Violation identified:personnel access control.Details withheld (ref 10CFR2.790 & 73.21). ENNIS.J.D., MCGUIRE.D.R. Region 2, Office of Director. 84/12/19. 1p. 29221:348-29221:348.
8503060511 Responds to Generic Ltr 84-24 re status of compliance w/ 10CFR50.49 concerning environ qualification of electrical equipment important to safety.Listed IE bulletin & info notices determined inapplicable to plant.No action required. WILLIAMS.J.W. Florida Power & Light Co. 85/02/19. THOMPSON.H.L Division of Licensing. 3pp. 29240:020-29240:022.
8503040250 Revised Emergency Plan Implementing Procedure 20201, "Maintaining Emergency Preparedness - Radiological Emergency Plan Training." W/850225 Itr. WILLIAMS.J.W. Florida Power & Light Co. 85/02/25. GRACE.J.N., O'REILLY Region 2, Office of Director. 7pp. 29184:071-29184:077.
8503130364 Forwards safety evaluation providing details of review of SPDS.implementation plan & parameter selection rept. Continued implementation of SPDS program acceptable.Requests addl info re parameter selection within 60 days. VARGA.S.A. Operating Reactors Branch 1. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29361:266-29361:286.
-8503130474 Safety evaluation accepting util implementation of SPDS, implementation plan & parameter selection. VARGA.S.A. Operating Reactors Branch 1. 85/03/04. 19pp. 29361:268-29361:286.
8503140382 Forwards INEL interim rept, "Conformance to Reg Guide 1.97, Turkey Point Plants.Units 3 & 4," identifying acceptable portions of 840126 rept.Response to open items requested within 45 days.
VARGA.S.A. Operating Reactors Branch 1. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29375:045-29375:062.
8503140118 Forwards MCD-141-1 through MCD-141-4 of Rev 3 to training & qualification plan.Rev withheld (ref 10CFR73.21).
WILLIAMS.J.W. Florida Power & Light Co. 85/03/06. GRACE.J.N. Region 2. Office of Director. 1p. 29357:168-29357:168.
8503180399 Revised emergency plan implementing procedures.including 20101, "Duties of Emergency Coordinator" & 20126, "Offsite Dose Calculations." W/850306 Itr. WILLIAMS.J.W. Florida Power & Light Co. 85/03/06. GRACE.J.N. Region 2, Office of Director. 103pp. 29384:050-29384:152.
8503200243 Responds to 841212 Itr re offsite emergency organization agreements.Rev 1 to NUREG-0728 assures that NRC responds to incidents having potential to threaten health & safety of public or environ.Summary of NRC role in emergency end. GRACE.J.N. Region 2, Office of Director. 85/03/06. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 29458:037-29458:039.
G. Adjudlcatory correspondence
8503040462 Response supporting licensee 850219 motion for reconsideration or clarification of ASLB 850211 order scheduling prehearing conference on 850326.Prehearing should not be postponed.Certificate of Svc encl.
HODDER.M.H. Center for Nuclear Responsibility. HODDER.M.H. Lorion, J. #185 804. 85/02/25. Atomic Safety and Licensing Board Panel. 5pp. 29178:304-29178:308.
8503050043 Forwards NRC 850226 Itr to licensee re amend allowing expansion of spent fuel pool storage capacity.Institution of administrative controls does not affect NRC safety evaluation.Related correspondence. YOUNG.M.A. Hearing Branch 4. #185 868. 85/02/28. LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 7pp. 29210:028-29210:034.
8503070254  Order designating hearing room for 850328 prehearing conference in proceeding re increased fuel enrichment Served on 850306.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 897. 85/03/05. 1p. 29260:313-29260:313.
8503070255 Order designating hearing room for 850327 prehearing conference re spent fuel pool expansion.Served on 850306.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 896. 85/03/05. LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 1p. 29260:312-29260:312.
8503070434 Order designating hearing room for 850326 prehearing conference re vessel flux red action. Served on 850306.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 895. 85/03/05. Office of the Executive Legal Director. 1p. 29255:319-29255:319.
8503110295 Response supporting licensee 850219 motion for reconsideration or clarification of ASLB 850208 order re disposition of Contentions (b) & (d).Certificate of Svc encl.
YOUNG.M.A. Hearing Branch 4. #185 932. 85/03/06. Atomic Safety and Licensing Board Panel. 9pp. 29287:088-29287:096.
8503130288  Forwards  intervenor  amended  petition  to  intervene  &  supplemental contentions.per ASLB 850306 extension for intervenor filing until 850307. LORION.J. Center for Nuclear Responsibility. #185 991. 85/03/07. LAZO.R.M., LUEBKE.EA, COLE.R.F. Atomic Safety and Licensing Board Panel. 1p. 29331:013-29331:038.
-8503130300 Motion to file not in accordance w/ASLB 85p207 order scheduling prehearing conference.Permission to file amended petition to intervene in accordance w/ 10CFR2.714(b) requestedCertificate of Svc encl.
LORION.J. Center for Nuclear Responsibility. 85/03/07. Atomic Safety and Licensing Board Panel. 5pp. 29331:014-29331:018.
-8503130309 Amended petition of Ctr for Nuclear Responsibility,Inc for leave to intervene & request for hearing.Certificate of Svc encl.
LORION.J. Center for Nuclear Responsibility. 85/03/07. Atomic Safety and Licensing Board Panel. 8pp. 29331:019-29331:026.
-8503130317 Amended petition of Ctr for Nuclear Responsibility,Inc for leave to intervene & request for hearing.Certificate of Svc encl.
LORION.J. Center for Nuclear Responsibility. 85/03/07. Atomic Safety and Licensing Board Panel. 12pp. 29331:027-29331:038.
8503150500 Memorandum & order affording parties opportunity to examine licensee experts & respond to or rebut evidence in support of licensee motions for summary disposition of intervenor Contentions b & d.Served on 850315.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 063. 85/03/14. Office of the Executive Legal Director. 3pp. 29375:256-29375:258.
8503200582 Informs that revised calculations of peak clad temp (PCT) higher than PCT cited in licensee 840810 motion & attached MJ Pan/in affidavit.Revised PCT well below 10CFR50.46 limits.Certificate of Svc encl.Related correspondence. BAUSER.M.A. Newman & Holtzinger. BAUSER.M.A. Florida Power & Light Co. #185 142. 85/03/18. LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 4pp. 29451:046-29451:049.
8503260266 Response opposing Ctr for Nuclear Responsibility.lnc & J Lorion 850307 amended petition to intervene & motion to extend filing date from 850225 to 850307.Notice of appearance of SD Frantz & Certificate of Svc encl. REIS.H.F. Florida Power & Light Co. REIS.H.F. Newman & Holtzinger. #185 220. 85/ 03/21. Atomic Safely and Licensing Board Panel. 35pp. 29503:212-29503:246.
8503260407 Response opposing grant of motion to extend time until 850307,for filing amended petition to intervene.Petitioners failed to show "good cause" required for late filing. Notice of appearance of counsel & Certificate of Svc encl. REIS.H.F. Florida Power & Light Co. REIS.H.F. Newman & Holtzinger. #185 219. 85/ 03/21. Atomic Safety and Licensing Board Panel. 17pp. 29505:329-29505:345.
8503270434 Response supporting Ctr for Nuclear Responsibility.lnc & J Lorion 850307 amended petition to intervene & motion to file late supplemental petition.Petitioners adequately demonstrated standing to intervene.Certificate of Svc encl. YOUNG.M.A. Hearing Branch 4. #185 231. 85/03/21. Atomic Safety and Licensing Board Panel. 21pp. 29522:321-29522:341.
8503270458 Response to amended petition to intervene & motion to file late supplemental   petition   on   proposed   contentions   for   litigation   re   spent   fuel   pool expansion.Petitioners should be admitted to proceeding.Certificate of Svc encl. YOUNG.M.A. Hearing Branch 4. #185 228. 85/03/21. Atomic Safety and Licensing Board Panel. 26pp. 29522:290-29522:315.
P. Operating license stage documents & correspondence
8503060469 "Proposed Calculative Procedure for Delta RTNDT," from draft Rev 2 to Reg Guide 1.99.
RANDALL.P.N. NRC - No Detailed Affiliation Given. 84/10/29. 4pp.  29239:223-29239:226.
8503060824 Requests n9tification of whether util 850201 request for NRC review of spent fuel pool expansion involves Tech Spec change or unreviewed safety issue.lf affirmative.submittal should be modified per 10CFR50.59.
MCDONALD.D.G. Operating Reactors Branch 1. 85/02/26. WILLIAMS.J.W. Florida Power & Light Co. 4pp. 29246:207-29246:210.
8503130481 Forwards request for addl info re 850208 application for amends to Licenses DPR-31 & DPR-41 .combining reactor matls surveillance programs into one integrated program conforming to 10CFR50,Apps G & H.
VARGA.S.A. Operating Reactors Branch 1. 85/02/26. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 29361:260-29361:262.
8503130520 Forwards tentative meeting agenda & attendee list per 850104 Itr re proposed 850307 visit to corporate ofc to discuss regulatory requirements having marginal safety importance, but high burdens on utils or NRC.
VARGA.S.A. Operating Reactors Branch 1. 85/02/26. WILLIAMS.J.W. Florida Power & Light Co. 5pp. 29361:174-29361:178.
8503130301 Forwards results of initial safety evaluation re near-term flux reduction program & part-length burnable absorber assemblies.Supplemental safety evaluation encl.
VARGA.S.A. Operating Reactors Branch 1. 85/02/27. WIGGINS.J.W. Florida Power & Light Co. 3pp. 29362:164-29362:178.
-8503130306 Safety evaluation re flux reduction factor using part-length burnable absorber assemblies to meet NRC pressurized thermal shock criteria. VARGA.S.A. Operating Reactors Branch 1. 85/02/27. 10pp. 29362:167-29362:176.
-8503130313 Supplemental safety evaluation re flux reduction factor using part-length burnable absorber assemblies to meet NRC pressurized thermal shock criteria,Util criterion acceptable. VARGA.SA Operating Reactors Branch 1. 85/02/27. 2pp. 29362:177-29362:178.
8503120503 Forwards response to NRC 850226 request for addl info re reactor plant surveillance matl program.
WILLIAMS.J.W. Florida Power & Light Co. 85/03/06. VARGA.S.A. Operating Reactors Branch 1. 5pp. 29315:212-29315:216.
8503120311 Application for amend to Licenses DPR-31 & DPR-41,removing inconsistencies within licenses & clarifying surveillance of fission detectors.Fee paid. WILLIAMS.J.W. Florida Power & Light Co. 85/03/07. THOMPSON.H.L Division of Licensing. 3pp. 29317:308-29317:319.
-8503120316 Proposed Tech Spec Page 4.13-1 re leak testing surveillance intervals for fission detectors & Pages 5.2-1 & 5.2-2, deleting discussion of amount of enriched fissionable matl allowed onsite for neutron flux monitoring. * Florida Power & Light Co. 85/03/07. 9pp. 29317:311-29317:319.
8503260017 Forwards request for addl info following preliminary review of responses to Generic Ltr 83-28,ltems 2.1,2.2,3.1.3, 3.2,3,4.4 & 4.Supplementary info required within 60 days for Item 2.2.2 & 90 days for Item 4.5.3.
VARGA.S.A. Operating Reactors Branch 1, 85/03/11. WILLIAMS.J.W. Florida Power & Light Co. 4pp. 29518:360-29518:363.